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BdOOWa INFOEMmON CW MILITARY CUMP (1943) 


Ft dm: 'JASKDIQTON 
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No: 986 


7 May 


To the Diroot or. 

Information free BCJEODN[bOT 3AN] J 1 1 Based on e dooimont. 

958th Field Arty Battallon-Oe**> GR UB ER, OKUKMA. 

931 «t Weld Arty IbO^i FORREST. TBtfISSB. 

B 7th Antl-elrcreft Artillery Ooeetel ItarC«sp 1DUNC, CUJTORN: 
aout 13 letters unreoorered] of Infantry Fort 0GIZTH3RPE[0<2 
18th Oxdnanoe BnrOas«) SHEirr(ShELVIU], MISSISSIPPI. 

190th [(£ Heavy Repair ][TYaZhHBl]. Bn.- Fort ORD, CALIFORNIA. 

1 at Oxdnanoe Bn. Fort DEL HER YORK. 
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Oamenta: [i] BCKBCH : Unidentified, 
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